CERTIFICATE Id: 1VTZYC-CE000340 
Dated:23-5-2020 

Certificate of Appreciation 

This is to Certify that Anand Prabhakar _ 


STAY 

HOME 

STAY 

SAFE 


has 


successfully completed the online “COVID-19 Awareness Quiz” 

conducted by the 

PURNEA COLLEGE OF ENGINEERING, PURNEA, BIHAR. 



Training & Placement Officer 
PURNEA COLLEGE OF ENGINEERING 


Neeraj Kumar 
Principal 

PURNEA COLLEGE OF ENGINEERING 









